2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


ArcelorMittal  DofaSCO  Inc.                     1 330  Burlington  St  E,  Piers  20  &  2 1 

Hamilton 

Sector: 

Ministry  Office: 

Iron  and  Steel 
Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 


J  anuary  1 ,  zU  1 U  - 

20 

(17 

6min  avg 

24  exceedances 

21 

1  {\C\ 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

January  31,2010 

Implementing  Improvements 

reoruary  1,  zUlU  - 

20 

(If 

6min  avg 

24  exceedances 

21 

1  r\r\ 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

February  28,  2010 

Implementing  Improvements 

JVlarcn  1,  zU  lU  - 

20 

m 

% 

6min  avg 

27  exceedances 

21 

1  r\r\ 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

March  31,2010 

Implementing  Improvements 

April  1,2010- 

20 

% 

6min  avg 

22  exceedances 

21 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

April  30,2010 

Implementing  Improvements 

May  1,2010- 

20 

% 

6min  avg 

18  exceedances 

21 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

May  31,2010 

Implementing  Improvements 

June  1,2010- 

20 

% 

6min  avg 

19  exceedances 

21 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

June  30,2010 

Implementing  Improvements 

July  1,2010- 

20 

% 

6min  avg 

22  exceedances 

21 

100 

Action  Plan  Submitted  - 

Other  Abatement  Action  Taken 

July  31,2010 

Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, New  Equipment  or 
Treatment  Process  Installed 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


ArcelorMittal  DofaSCO  Inc.                     1 330  Burlington  St  E,  Piers  20  &  2 1 

Sector:              Iron  and  Steel 

Hamilton 

Ministry  Office:  Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Mm.  Max. 

Facility  Action                    Ministry  Action 

August  1,2010  -        20         %          6minavg     18  exceedances      21  100 

Action  Plan  Submitted  -           Other  Abatement  Action  Taken 

August  31,2010 

Implementing  Improvements, 

Conducting  Study, 

Operational  Process 

Modification 

September  1,2010-    20         %  6min  avg     19  exceedances  21 

September  30,2010 


100  Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Conducting  Study, 
Operational  Process 
Modification 


October  1,2010-       20         %  6min  avg     18  exceedances  21 

October  31,  2010 


100  Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Conducting  Study, 
Operational  Process 
Modification 


November  1,2010-     20         %  6min  avg     16  exceedances  21 

November  30,  2010 


100  Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Conducting  Study, 
Operational  Process 
Modification 


December  1,2010-     20         %  6min  avg     20  exceedances  21 

December  31,2010 


100  Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Operational  Process 
Modification 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


ArcelorMittal  DofaSCO  Inc.                     1 330  Burlington  St  E,  Piers  20  &  2 1 

Hamilton 

Sector: 

Ministry  Office: 

Iron  and  Steel 
Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

Total  Legislation  Non-Compliance  =  247  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


CarmeUSe  Lime  (Canada)  Limited  -    600  Highway  5  W  Sector:  industrial  Minerals 

Hamilton  Hamilton  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.        Facility  Action  Ministry  Action 

OPACITY 


Legislation  Non-Compliance 


January  1,  2010  - 
January  31,  2010 

20 

% 

6min  avg 

1  exceedance 

23.55 

35.99 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Operational  Process 
Modification 

Assessment  Complete  -  No 
Action  Required 

February  1,  2010  - 
February  28,2010 

20 

% 

6min  avg 

2  exceedances 

23.77 

81.46 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  -  No 
Action  Required 

March  1,2010- 
March  31,2010 

20 

% 

6min  avg 

6  exceedances 

21.58 

58.46 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

April  1,2010- 
April  30,2010 

20 

% 

6min  avg 

4  exceedances 

29.59 

29.59 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


CarmeUSe  Lime  (Canada)  Limited  -    600  Highway  5  W  Sector:  industrial  Minerals 

Hamilton  Hamilton  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.        Facility  Action  Ministry  Action 


May  1,2010- 
May  31,2010 

20 

% 

6min  avg 

3  exceedances 

20.5 

46.05 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  -  No 
Action  Required 

June  1,2010- 
June  30,2010 

20 

% 

6min  avg 

7  exceedances 

20.5 

49.46 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  -  No 
Action  Required 

July  1,2010- 
July  31,2010 

20 

% 

7  pxcppdancps 

20.88 

66.38 

Action  Plan  Snbmitfed  - 
Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
Operational  Process 
Modification 

Asspssmpnt  Comnlptp  - 
Incident  Resolved 

August  1,2010- 
August  31,2010 

20 

% 

6min  avg 

5  exceedances 

20.5 

62.04 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


CarmeUSe  Lime  (Canada)  Limited  -    600  Highway  5  W  Sector:  industrial  Minerals 

Hamilton  Hamilton  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.        Facility  Action  Ministry  Action 


September  1,  2010- 
September  30,2010 

20 

% 

6min  avg 

1 1  exceedances 

20.5 

60.48 

Action  Plan  Submitted  - 
Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

October  1,2010- 
October  31,  2010 

20 

% 

6min  avg 

5  exceedances 

20.5 

67 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

November  1,2010- 
November  30,  2010 

20 

% 

6min  avg 

5  exceedances 

20.5 

38 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

December  1,  2010  - 
December  31,2010 

20 

% 

6min  avg 

6  exceedances 

20.5 

67.82 

Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  62  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


TTcCPY  r^TTMin  f^HnHflil  Tn^*                                      TTnit  1Q     90  nilhArtcr\n  Fir 

Norfolk 

oecior. 

Ministry  Office: 

iVllaOCllallCOUa  lllUUaLllal 

Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

NOISE 

CofA/Permit  Non-Compliance 

March  07, 2010          45        dBA       any            1  exceedance        48.4  48.4 

Assessment  Underway 

Assessment  Underway 

Total  CofA/Permit  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Imperial  Oil  Limited  -  NantiCOke         225  Concession  2  Rd  Nanticoke 

Haldimand 

Sector: 

Ministry  Office: 

Petroleum  Refineries 
Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min.  Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

August  10, 2010         20         %          6min  avg     1  exceedance        21  100 

Conducting  Study 

Voluntary  Abatement  Program 
Underway 

Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Newalta  Corporation 

Stoney  Creek 
Hamilton 

oecior. 

Ministry  Office: 

iVllaCCllallCOUa  lllUUaLllal 

Hamilton 

Date 

Limit 

Unit  Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

SUSPENDED  PARTICULATE  MATTER 

Legislation  Non-Compliance 

January  30,  2010 

100 

Hg/m3 

iUmm  avg 

1  exceedance 

Ill 

Ill 

None  Required 

Assessment  Complete  - 
Incident  Resolved 

January  09,  2010 

100 

|jg/m3 

JUmin  avg 

1  exceedance 

149 

149 

Other 

Assessment  Complete  - 
Incident  Resolved 

April  03,  2010 

100 

|jg/m3 

3tJmin  avg 

2  exceedances 

135 

323 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

April  uj,  zuiu 

lUU 

Hg/m^ 

iOmin  avg 

5  exceedances 

107 

131 

Other 

Assessment  Complete  - 
Incident  Resolved 

May  03,  2010 

100 

|jg/m3 

30min  avg 

14  exceedances 

103 

178 

Other 

Assessment  Complete  - 
Incident  Resolved 

June  18,  2010 

100 

|jg/m3 

30min  avg 

27  exceedances 

103 

718 

Other 

Assessment  Complete  - 
Incident  Resolved 

July  07,  2010 

100 

|jg/m3 

30min  avg 

7  exceedances 

106 

192 

None  Required 

Assessment  Complete  - 
Incident  Resolved 

July  05,  2010 

100 

Hg/m3 

30min  avg 

40  exceedances 

101 

512 

Other 

Assessment  Complete  - 

Incident  Resolved 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Newalta  Corporation  Stoney  Creek  Sector:  Miscellaneous  Industrial 


Hamilton 

Ministry  Office: 

Hamilton 

Date 

Limit 

Unit 

Frequency  No.  of  Exceedances 

Min. 

Max. 

Facility  Action 

Ministry  Action 

August  18,  2010 

100 

Hg/m3 

30min  avg 

16  exceedances 

103 

311 

Other 

Assessment  Complete  - 
Incident  Resolved 

September  22,  2010 

100 

|jg/m3 

30min  avg 

1  exceedance 

167 

100 

None  Required 

Assessment  Complete  - 
Incident  Resolved 

September  21,  2010 

100 

|jg/m3 

30min  avg 

18  exceedances 

106 

325 

Other 

Assessment  Complete  - 
Incident  Resolved 

October  27,  2010 

100 

|jg/m3 

30min  avg 

5  exceedances 

102 

270 

None  Required 

Assessment  Complete  - 
Incident  Resolved 

October  18,  2010 

100 

Hg/m3 

30min  avg 

6  exceedances 

106 

168 

Other 

Assessment  Complete  - 
Incident  Resolved 

November  01,  2010 

100 

|jg/m3 

30min  avg 

5  exceedances 

108 

210 

Other 

Assessment  Complete  - 
Incident  Resolved 

December  07,  2010 

100 

|jg/m3 

30min  avg 

3  exceedances 

102 

132 

Other 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  151  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Ontario  Power  Generation  Inc.  -  Lots  7,  8,  9,  Concession  l  Sector:  Electric  Power  Generation 


NanticOke  Haldimand 

Ministry  Office: 

Hamilton 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max. 

Facility  Action 

Ministry  Action 

OPACITY 

Legislation  Non-Compliance 

January  4, 2010  -       20        %         6min  avg     28  exceedances  21.4 
December  31,  2010 

63.9 

Operational  Process 
Modification 

Assessment  Complete  - 
Incident  Resolved 

Total  Legislation  Non-Compliance  =  28  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Hamilton       386  Wilcox  St  Sector:  iron  and  Steel 

Works  Hamilton  Ministry  Office:  Hamilton 

Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.        Facility  Action  Ministry  Action 

BENZO(A)PYRENE 

Policy/Guideline  Non-Conformance 

April  04, 2010  0.0011  [ig/m^     24hr  3  exceedances       0.0024      0.0053      Action  Plan  Submitted  -  Director's  Order  Issued,  Other 

Implementing  Improvements,    Abatement  Action  Taken 
Additional  Monitoring 
Underway 

August  12, 2010         0.0011  |Jg/m3     24hr  1  exceedance        0.0024      0.0024      Action  Plan  Submitted  -  Director's  Order  Issued,  Other 

Implementing  Improvements,    Abatement  Action  Taken 
Additional  Monitoring 
Underway 

September  03, 2010     0.0011  (Jg/m^     24hr  1  exceedance        0.0056      0.0056      Action  Plan  Submitted  -  Director's  Order  Issued,  Other 

Implementing  Improvements,    Abatement  Action  Taken 
Additional  Monitoring 
Underway 

Total  Policy/Guideline  Non-Conformance  =  5  exceedances 

OPACITY 

Legislation  Non-Compliance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc. 
Works 


Hamilton 


386  Wilcox  St 
Hamilton 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


Januai-y  1,2010- 
Januai-y  31,2010 


20 


6min  avg     17  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
Operational  Process 
Modification 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


February  1,2010-  20 
February  28,2010 


6min  avg     1 1  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing 
Improvements,  Additional 
Monitoring 
Underway,Conducting 
Study ,Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


March  1,2010- 
March  31,2010 


20 


6min  avg     25  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting 
Study,  Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc. 
Works 


Hamilton 


386  Wilcox  St 
Hamilton 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


April  1,2010- 
April  30,2010 


20 


6min  avg     21  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting 
Study,  Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


May  1,2010- 
May  31,2010 


20 


6min  avg     26  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Conducting 
Study,  Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, Operational 
Process  Modification 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


June  1,2010- 
June  30,2010 


20 


6min  avg     28  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing 
ImprovementsAdditional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated,New  Equipment  or 
Treatment  Process 
Installed, Operational  Process 
Modification,Training/Proced 
ure  Ch 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Hamilton     386  wiicox  st 

Works  Hamilton 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


July  1,2010- 
July  31,2010 


20 


6min  avg     28  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing 
Improvements,  Additional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


August  1,2010- 
August  31,2010 


20 


6min  avg     26  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing 
Improvements,Additional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


U.S.  steel  Canada  Inc.  -  Hamilton     386  wiicox  st 

Works  Haniilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min. 


September  1,2010-    20         %  6min  avg     25  exceedances  21 

September  30,2010 


Max.        Facility  Action  Ministry  Action 

100  Action  Plan  Submitted  -  Director's  Order  Issued,  Other 

Implementing  Abatement  Action  Taken 

Improvements,  Additional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


October  1,2010  -       20         %  6min  avg     20  exceedances  21 

October  31,  2010 


100  Action  Plan  Submitted  -  Director's  Order  Issued,  Other 

Implementing  Abatement  Action  Taken 

Improvements,Additional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Hamilton     386  wiicox  st 

Works  Hamilton 


Sector:  Iron  and  Steel 

Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


November  1,2010-  20 
November  30,  2010 


6min  avg     19  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing 
Improvements,  Additional 
Monitoring 
Underway,Conducting 
Study, Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibratedNew  Equipment  or 
Treatment  Process 
Installed,New/Modified 
Sampling  Program 
Underway,Operational  Pro 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


December  1,2010  -  20  % 
December  31,2010 


6min  avg     1 1  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Operational  Process 
Modification 


Director's  Order  Issued,  Other 
Abatement  Action  Taken 


Total  Legislation  Non-Compliance  =  257  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Lake  Erie       2330  HaWimand  Road  3  Nanticoke  Sector:  Iron  and  Steel 

Works  Haldimand  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min.        Max.        Facility  Action  Ministry  Action 

BENZO(A)PYRENE 

Policy/Guideline  Non-Conformance 

December  08, 2010      0.0011  ng/m3     24hr  1  exceedance        0.0024      0.0024      Action  Plan  Submitted  -  Other  Abatement  Action  Taken 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
New  Equipment  or  Treatment 
Process  Installed,  Operational 
Process  Modification 


Total  Policy/Guideline  Non-Conformance  =  1  exceedance 


OPACITY 

Legislation  Non-Compliance 

July  1,2010  -  20        %         6minavg     22  exceedances  21 

July  31,2010 


100  Action  Plan  Submitted  -  Assessment  Underway, 

Implementing  Improvements,    Voluntary  Abatement  Program 

Additional  Monitoring  Underway 

Underway,  Equipment 

Modified  -  Repaired  - 

Replaced  or  Re-calibrated, 

New  Equipment  or  Treatment 

Process  Installed,  Operational 

Process  Modification, 

Training/Procedure  Change 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Lake  Erie       2330  HaWimand  Road  3  Nanticoke  Sector:  Iron  and  Steel 

Works  Haldimand  Ministry  Office:  Hamilton 


Date 


Limit    Unit  Frequency  No.  of  Exceedances  Min. 


Max. 


Facility  Action 


Ministry  Action 


August  3,  2010- 
August  31,  2010 


20 


6min  avg     18  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
New  Equipment  or  Treatment 
Process  Installed,  Operational 
Process  Modification 


Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 


September  2,  2010- 
September  30,2010 


20 


6min  avg     20  exceedances      2 1 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Equipment  Modified  - 
Repaired  -  Replaced  or  Re- 
calibrated, New  Equipment  or 
Treatment  Process  Installed, 
Operational  Process 
Modification 


Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 


October  1,2010- 
October  31,  2010 


20 


6min  avg     15  exceedances  21 


100  Action  Plan  Submitted  - 

Implementing  Improvements, 
Additional  Monitoring 
Underway,  Equipment 
Modified  -  Repaired  - 
Replaced  or  Re-calibrated, 
New  Equipment  or  Treatment 
Process  Installed,  Operational 
Process  Modification 


Assessment  Underway, 
Voluntary  Abatement  Program 
Underway 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


U.S.  Steel  Canada  Inc.  -  Lake  Erie       2330  HaWimand  Road  3  Nanticoke  Sector:  Iron  and  Steel 

Works  Haldimand  Ministry  Office:  Hamilton 


Date  Limit    Unit  Frequency  No.  of  Exceedances  Min. 

November  1,2010-     20         %  6min  avg     9  exceedances  21 

November  30,  2010 


Max.        Facility  Action  Ministry  Action 

100  Action  Plan  Submitted  -  Assessment  Underway, 

Implementing  Improvements,    Voluntary  Abatement  Program 

Additional  Monitoring  Underway 

Underway,  Equipment 

Modified  -  Repaired  - 

Replaced  or  Re-calibrated, 

New  Equipment  or  Treatment 

Process  Installed,  Operational 

Process  Modification 


Total  Legislation  Non-Compliance  =  84  exceedances 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  201 1.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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2010  Air  Emissions  Monthly  Summary  -  West  Central  Region 


Walker  Aggregates  Inc.                  2800  Xowniine  Rd 

Niagara  Falls 

Sector: 

Ministry  Office: 

Miscellaneous  Industrial 
Niagara 

Date                    Limit    Unit  Frequency  No.  of  Exceedances  Min. 

Max.        Facility  Action 

Ministry  Action 

SUSPENDED  PARTICULATE  MATTER 

Legislation  Non-Compliance 

December  16, 2010      120       pg/m^      24hr            1  exceedance  124.26 

124.26      None  Required 

Assessment  Complete  -  No 
Action  Required 

Total  Legislation  Non-Compliance  =  1  exceedance 


This  data  is  provided  for  information  purposes  only.  Dischargers  provide  most  of  the  information  contained  in  this  summary.  Dischargers  are  accountable  for 
the  accuracy  of  the  information  that  they  submit.  Some  of  the  information  is  also  derived  from  ministry  data  on  discharges.  Facility  Action,  Ministry  Action 
and  conviction  information  are  all  current  to  August  2011.  For  up-to-date  information,  please  contact  the  appropriate  district  or  area  office. 
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